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4300-A VALVE 


TRIODE. 


SPECIFICATION. 
Cathode. 
Oxide coated filament. 
Constant voltage type. 


Base. 
American medium 4-pin bayonet. 


Dimensions. 
Maximum overall length 64” (16:5 cms.) 
Maximum diameter 21" (59 cms.) 
Мес weight 0-15 Ibs (70 gms.) 
Constants. 
Filament voltage 5:0 volts 
Nominal filament current 1-2 amps. 
*Amplification factor 3-9 
хІтредапсе 720 ohms 
*Mutual conductance 5.4 mA. рег volt 
Grid-anode capacity 15 шив. (| 
Grid-filament capacity 9 шиР. об 
Anode-filament capacity | 43 шив. ға 
ж at Ур = 300 volts, Ур: = —-61-5 volts. 


LIMITING CONDITIONS FOR SAFE OPERATION. 


Maximum anode voltage 450 volts 
Maximum anode dissipation 40 watts 
Maximum anode current of average valve for fixed grid bias 70 mA. 

Maximum anode current for manually adjusted grid bias or 


self-biasing circuit 100 mA. 
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TYPICAL OPERATING CONDITIONS. 
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* Maximum operating conditions. 
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